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MEMORANDUM FOR: Administrative Officer, DCI Staff QE 
Deputy Director for Administration y Te 
Deputy Director for Operations 
Deputy Director for Science and 
Technology 


FROM : R. E. Hineman 
Deputy Director, National Foreign 
Assessment Center 


SUBJECT - >: APEX Implementation] _| a 25K1 


1. The implementation phase in the establishment of the APEX 
compartmentation control system is now under way. As the Senior 
Intelligence Officer (SIO) for CIA, it is my responsibility to 
ensure proper implementation of the system within CIA. 25X1 


2. To this end I request that each addressee designate a 
component APEX Control Officer (ACO) who will be responsible for 
determining need-to-know for component accesses tu APEX compart- 
ments, interpretation of product sanitization guidelines and 
application of APEX policy within constraints established by the 
APEX manuais, the SIO, and the Agency APEX Control and Security 
Officers (ACO/CIA and ASO/CIA). 


3. Please submit the names_of your designees to the ACO/CIA 
3E65, Headquarters by fareh. 
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R. E. Hineman Ae a: 
Advised O-EO/DDA tele honically on 
1 April 1980 tha{ ts designated 
the APEX Control 1cer for OS, per D/Sec. 
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